12 March 1958 


MATERIEL AND FACILITIES REQUIREMENTS ANNEX 
PROJECT - AECOB - FI 


Logistics support is not required for Project AECOB-FI as 
submitted for renewal for the period 1 August 1957 through 31 


December 1958. 
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